
lo On 12 itecor/. or 1950 a steel railroad bridge v>as seen just west of a rail- 
road station T"t of Cser r:*cha (S 53/C 52) * The name of the bridge and oi 
the river it spanned could not be determined « The Irbdge^ vhich had an 
estimated lenj i^'x of 20 ' meters and an estimated vri.dt.li of 0 iaetO's 5 had 
been rebuilt* t had ono stanbard-ganpe track with wooden tics* T' e four 
spans rested on three concrete piers* The bridpe v;as about 15 motors above 
■water level* The ri\er banks were rteep a The bridge could be crossed 
at full speed* # 


[Co ^ento The v ridpe is on the dcr.^lG-trrck ^iodlce-Czeremcha line* 
Its p fn-point l ocati.cn could not be bete. mined* The structure scons to 
be located just v:est of Hi rise, which is tl o nearest station v;est cf 
Czerorcha , 
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